LIMITED WARRANTY 


CAUZIN SYSTEMS, INC. (CAUZIN) 
warrants this equipment against defects in 
materials and workmanship for a period of 
one year (365 days) from the date of original 
purchase. 

If you discover a defect, CAUZIN will, 
at its option, either repair, replace, or re- 
fund the purchase price of this product at 
no charge to you, provided it is returned 
during the warranty period indicated above 
or any extended period(s) paid for by the 
user. Transportation charges should be pre- 
paid, to the authorized dealer from whom 
you purchased it or to any other authorized 
CAUZIN dealer in the country. 

You may obtain additional information 
from CAUZIN directly at the address 
printed on this certificate, or by calling 
(203) 573-0150. Please attach your name, 
address, telephone number, a description 
of the problem, and a copy of a bill of sale 
bearing the appropriate CAUZIN serial 
numbers as proof of date of original pur- 
chase, to each product returned for war- 
ranty service. 

This warranty applies only to products 
manufactured by or for CAUZIN, which 


CAUZIN SOFTSTRIP™ SYSTEM 


can be identified by the CAUZIN 
trademark, trade name, or logo affixed to 
the product. CAUZIN does not warrant 
any product(s) that are not CAUZIN prod- 
ucts. This warranty does not apply if the 
product has been damaged by accident, 
abuse, misuse or misapplication, has been 
modified without the written permission of 
CAUZIN, or if any CAUZIN serial number 
has been removed, altered, or defaced. 

ALL WARRANTIES, EXPRESSED 
OR IMPLIED, INCLUDING WARRAN- 
TIES OF MERCHANTABILITY AND 
FITNESS FOR A PARTICULAR PUR- 
POSE, ARE LIMITED IN DURATION 
TO ONE YEAR (365 DAYS) FROM THE 
ORIGINAL DATE OF PURCHASE. 
THERE ARE NO WARRANTIES 
WHICH EXTEND BEYOND THE DE- 
SCRIPTION ON THE FACE HEREOF. 

THE WARRANTY AND REMEDIES 
SET FORTH ABOVE ARE EXCLUSIVE 
AND IN LIEU OF ALL OTHERS, 
ORAL OR WRITTEN, EXPRESSED 
OR IMPLIED. NO CAUZIN DEALER, 
AGENT, OR EMPLOYEE IS AU- 
THORIZED TO MAKE ANY MODIFI- 


835 South Main Street 
Waterbury, Connecticut 06706 

CATION, OR ADDITION TO THIS 
WARRANTY. 

CAUZIN IS NOT RESPONSIBLE 
FOR SPECIAL, INCIDENTAL, OR 
CONSEQUENTIAL DAMAGES RE- 
SULTING FROM ANY BREACH OF 
WARRANTY, OR UNDER ANY 
OTHER LEGAL THEORY, INCLUD- 
ING LOST PROFITS, DOWNTIME, 
GOODWILL, DAMAGE TO, OR RE- 
PLACEMENT OF EQUIPMENT AND 
PROPERTY, AND ANY COST OF RE- 
COVERING, REPROGRAMMING OR 
REPRODUCING ANY PROGRAM OR 
DATA STORED IN OR USED WITH 
CAUZIN PRODUCTS. 

Somes states do not allow the exclusion 
or limitation of incidental or consequential 
damages or limitations on how long an im- 
plied warranty lasts, so the above limita- 
tions or exclusion may not apply to you. 

This warranty shall not be applicable to 
the extent that any provision of this war- 
ranty is prohibited by an federal, state or 
municipal law which cannot be preempted. 
This warranty gives you specific legal 
rights, and you may also have other rights 
which vary from state to state. 


